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Toronto:  MOE,  1973  (Ont.) 

Environmental  Source  Book:  A  Guide  to 
Environmental  Information  in  Canada 
Ottawa:  Ministry  of  Supply  §  Services, 
1978  (Can.) 

Ruster  5  Simma,  ed.  International  Protec¬ 
tion  of  the  Environment,  Dobbs  Ferry, 
N.Y.:  Oceana  Publications,  1975  (Int.) 
Schwartz,  M.D.  Environmental  Law:  A  Guide 
to  Information  Sources.  Detroit:  Gale 
Research  Co . ,  1977 

Government  Reports 
MOE  Reports 
Standing  Committee  on 

Resources  Development  Reports 

Provincial  Agencies 

Ministry  of  the  Environment  (see  organiza¬ 
tion  chart) 

Ministry  of  Natural  Resources 
Ministry  of  Energy 

Industrial  Health  §  Safety,  Ministry 
of  Labour 

Federal  Agencies 
Environment  Canada 
Energy,  Mines  $  Resources  Canada 
Indian  5  Northern  Affairs 
Health  §  Welfare  Canada 
Occupational  Health  5  Safety,  Labour 
Canada 

Environmental  Groups 
Canada  Environmental  Law  Association 
Canadian  Environmental  Law  Research 
Foundation 

Federation  of  Ontario  Naturalists 
Preservation  of  Agricultural  Lards 
Sierra  Club  of  Ontario 
Pollution  Probe 

Pollution  Control  Association  of  Ontario 
Energy  Probe 

Public  Interest  Advocacy  Centre 
Canadian  Coalition  for  Nuclear  Respon¬ 
sibility 

Friend  of  the  Earth 
Green  Peace  Toronto 

Institute  for  Environmental  Studies  (at 
U  of  T;  has  Resource  Centre) 
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